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Health Bulletin — Update 
Status as on Date: 06-06-2020 


e Total number of COVID-19 Positive Cases : 1303 


e Number of treated/recovered cases : 01* (Total discharge : 423) 
*Pauri—01 











e Total number of COVID-19 additional Positive cases detected after release of Health 
Bulletin (06.06.2020, 2:00 PM) : 58 


District wise Distribution of COVID-19 Positive Cases 
Positive cases 
| agestwar | Of OL Mamba, 02- ona far pone case 


01 — Delhi, 03-—Mumbai, 02-Travel history NA 


01 — Agra, 05 — Mumbai 


09-—Mumbai, 07-Chennai, 05 - Travel history NA 


01-—Mumbai, 05- Delhi, 02 — Noida 


04 — Pune (detected by IIP Dehradun lab), 02 — Mumbai 
02 — Gurugram, 01 - Rampur (U.P.) 
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Hair | 
01 — Faridabad, 01 -— Ghaziabad, 01 — Maharashtra, 
01 — Contact of earlier positive case 


